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E.O. 11652: N/A 
TAGS: TECH, ENRG, PO 

SUBJECT: REQUEST FOR INFORMATION FROM PORTUGUESE 
ELECTRICITY COMPANY (EDP) 

REF: STATE 106456 

1 . HIGH-LEVEL OFFICIAL (ROSA) OF PORTUGUESE ELECTRICITY COMPANY 
(EDP) HAS REQUESTED INFORMATION REGARDING BACKGROUND OF ERDA 
REVIEW ON WHETHER GREATER FLEXIBILITY CAN BE OFFERED IN CONTRACTING 
FOR ENRICHMENT SERVICES. ROSA UNDERSTANDS THAT AN IMPORTANT 
SPEECH WAS MADE BY R. D. THORNAS (OR THOMAS) REGARDING THIS 
SUBJECT. EDP ALSO RECEIVED TELEX ON MAY 13, 1977 ON SUBJECT. 

2. ROSA REPORTS EDP WILL RESPOND BY JUNE 3 TO ERDA APRIL 29 
TELEX QUOTED REFTEL. 
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